67  Catheral  of  Saint  John  The  Evangelist,  Cleveland,  Ohio 


This  church  commonly  known  as  "St.  John's  Cathedral" 
is  located  at  the  intersection  of  Superior  Ave.  and  Eastj 
9th  Street.     It  is  one  of  the  older  churches  situated  ing 
downtown  Cleveland.  -"^^^l/^"^^ 
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